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Tuglaqabad did not last long, for the next emperor built
the Fourth Delhi known as Jahan-pannah, the 'World's
Shelter', to include in its enceinte the remains of both the
First and Second Delhis.

The Fifth, Firozabad, is just outside the present Delhi, its
fortress palace remaining and known as Feroz-Shah Ki
Kotila. It is probably contemporary with the mosque known
as the Kalan Masjid which is within the boundary of Shah-
jehanabad, the present Delhi.

The Sixth City, of which again only the fortress palace
remains, viz. its citadel, is the magnificent Indrapat usually
known as the Purana Qilla, or cOld Fort' on which, as a
vista of great beauty, the Eighth City's lay-out is oriented.
It stands straight ahead of the great King's way and the
plinth on which stands the Viceroy's palace and the Govern-
ment of India's offices, which is known to the native mind
as the 'New Fort'. It resembles to some extent the citadel and
kernel of all earlier Delhis. Indrapat was built by the
Emperor Humayun, the son of Baber, who could not keep
the throne that his father won. Perhaps his share lay in the
laugh and kiss that bore him Akbar:

You played and lost the game?    Perhaps your share
Lay in the hour you laughed and kissed,
Your son shall bear the honours
That his father missed.

And it was so.

The Afghan usurping dynasty of Sher Shah, if usurping
is a fair word for a newcomer at Delhi, occupied the Purana
Qilla till Humayun's son came by his own, and became the
greatest of all India's rulers save Asoka and George Windsor
of England, who built the Eighth Delhi.

The Seventh City, the Shahjehanabad aforesaid, was built
between 1638 and 1658, and its glories are its citadel, the
Red Palace and marble buildings therein, and the great
mosque or Jama Musjid. Its walls and bastions were re-
paired and improved by British military engineers after the
siege by Holkar, and defence by the British in 1804.